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ENGINEERING AND COMPUTER SCIENCE OPEN HOUSE 


MONTREAL / February 18, 1987 -- Concordia University's Faculty of Engineering 
and Computer Science is holding its annual Open House on TUESDAY, FEBRUARY 24 
and WEDNESDAY, FEBRUARY 25, 1987. In addition to displays, there will be numerous 


activities, such as computer demonstrations, 


and guided tours of the faculty's 


installations. Academic counsellors will be on hand as well to answer questions and to 
provide general background information about admission and registration procedures. 


The event should prove to be a learning experience for students of all ages. 


DATES: TUESDAY FEBRUARY 24, 1987 


1:00-4:00 pm 

- Electrical Engineering 
- Computer Engineering 
- Computer Science 


WEDNESDAY FEBRUARY 25, 1987 


1:00 - 4:00 pm 

-Building Engineering 
-Civil Engineering 
-Mechanical Engineering 


PLACE: Concordia University 
Sir George Williams Campus 
Hall Building 
1455 de Maisonneuve Blvd. West 
Montreal, Quebec 


For further information, contact Concordia University's Faculty of Engineering and 


Computer Science at (514) 848-3055. 


